25X1 


25X1 

25X1 


Appro 


v^^For Release 


2004/05/12 : CIA-RDP8* 156R000200030109-3 


i 

.*.13 



MEMORANDUM FOR: Deputy Director of Central Intelligence 

Deputy Director for National Foreign Assessment 

Deputy Director for Science and Technology 

Deputy Director for Operations 

Deputy to the DCI for Collection Tasking 

Deputy to the DCI for Resource Management 

Comptroller 

Inspector General 


FROM: Don I. Wortman 

Deputy Director for Administration 

SUBJECT: Office of Communications Strategic Plan □ 25X 


1. Attached for your information and retention is the 
1979-80 Office of Communications (OC) Strategic Plan. This 
is the second year OC has published such a plan. This plan 
represents a continuing effort on the part of OC to focus its 
human and technical resources on improved service to Agency 
and Intelligence Community customers through advanced informa- 
tion handling te chno logy and the nurturing of a competent and 
informed staff. □ 


2. OC welcomes comments concerning the strategic plan 
and encourages an exchange of ideas with its customers regard- 
long-range communications needs or planning philosophy. Please 
have members of your st aff address such comm ents to the Director 
of Communications or to | | OC P lanning Staff, 

who can be contacted on green extension | \ or 

Jwill also provide ad ditional conies of the Q( 


Plan upn request. I I 



Attachment : 

Strategic Plan 


WARNING NOTICE- INTELLIGENCE 
SOURCES AND METHODS INVOLVED 
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